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MEMORANDUM FOR: Deputy Director of Security (PTOS) 

Deputy Director of Security (PSI) 


SUBJECT 


Report to the President's Foreign Intelligence 
Advisory Board for 1973 


1. Submissions for this year's annual report to the President's 
Foreign Intelligence Advisory Board on coordination of the U. S. 
foreign intelligence effort in Fiscal Year 1973 are requested by 

close of business 11 September 1973. 

2. The primary focus of attention for this year's report 
is on ^ evity . The Acting D/DCI/IC hopefully envisions an Office 
of Security input no more than two double -spaced pages in length. 

3. Input should restrict itself to the following outline for 
Fiscal Year 1973 activities: 


a. Major developments 

b. Major accomplishments and failings 

c. Significant actions involving new or improved 
community coordination procedures 

d. The outlook, i. e. , upcoming actions of particular 
importance and plans for the future. 

4, Component inputs should be submitted to Acting Chief, 
Plans and Programs Branch. 


25X1 A9A 

Deputy Director of Security (P&M) 
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SUBJECT: Report to the President’s Foreign Intelligence Advisory- 
Board for 1973 


Attachment 

Copy of Acting D/DCI/IC 
Memo dtd 28 Aug 1973 


cc: C/PP&AD 
C/ISSG 
C/SSC 
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